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Volume  Seven  Number  Three 


In  the  Southern  States 


RECENT  issue  of  this  publication  was  de¬ 
voted  entirely  to  installations  of  Norton 
Floors  in  Canada.  This  one  is  devoted  to  our 
Southern  States.  Unfortunately  space  permits 
illustrating  only  a  very  small  percentage  of  the 
installations.  Selection  of  the  photographs  was 
made  with  a  view  of  showing  the  various  types 
of  Norton  Floors  and  their  broad  adaptability — 
how  they  are  solving  the  slipping  hazard  and  pro¬ 
viding  exceptional  resistance  to  wear  in  a  wide 
variety  of  places,  indoors  and  out,  from  depart¬ 
ment  stores  to  industrial  plants. 
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Qeorgia 


X HIS  long  steep  stairway  leading  to  a 
Savannah  viaduct  is  a  place  for  which 
Alundum  Stair  Tile  is  especially  suit¬ 
able.  It  assures  a  safe,  firm  footing 
in  wet  weather  as  well  as  dry  and  will 
stand  up  indefinitely  under  the  heaviest 
and  most  concentrated  traffic. 


Maximum  walking  safety  for  hurrying 
shoppers  has  been  provided  by  Norton 
Floors  products  in  the  Davison-Paxon  De¬ 
partment  Store  (Macy  controlled)  of 
Atlanta.  Permanent  safety  has  been  built 
into  the  main  floor  of  the  store  by  the  use 
of  Alundum  Aggregate  in  terrazzo.  Stair¬ 
ways  have  been  made  both  extremely  wear 
resisting  and  permanently  anti-slip  by  the 
use  of  nosings  of  Alundum  Stair  Tile. 
Architects:  Starrett  and  Van  Vleck,  of  New 
York. 
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Texas 


About  five  years  ago,  nosings  of  Alun- 
dum  Tile  were  used  on  the  stairways  in  the 
Sante  Fe  office  building  at  Topeka,  Kansas. 
Now  in  the  railroad’s  new  general  ofiice 
building  at  Amarillo  the  use  of  this  per¬ 
manently  non-slip  tile  has  been  extended  to 
include  entrance  vestibules,  all  elevator  land¬ 
ings  and  all  stair  treads  and  platforms. 
Architect;  E.  A.  Harrison,  Chicago. 


In  the  inclined  sidewalk 
leading  to  this  entrance  to 
the  Titche-Goettinger  De¬ 
partment  Store,  Dallas,  and 
in  the  treads  of  four  stair¬ 
ways  inside  of  the  building, 
Alundum  (C.  F.)  Aggregate 
was  used  to  assure  maximum 
walking  safety,  both  for  cus¬ 
tomers  and  for  employes. 

Architects:  Herbert  M.  Greene, 
La  Roche  &  Dahl. 


Telephone  companies  throughout 
the  whole  country  are  extensive  users 
of  the  Norton  Floors  products  and  this 
Fort  Worth  installation  is  typical  of  a 
number  that  will  be  found  in  the  South¬ 
ern  States.  In  this  particular  building 
the  tread  nosings  are  6"  x  4"  brown 
Alundum  Stair  Tile  and  back  of  them 
and  on  the  landings  is  6"  x  6"  Alun¬ 
dum  Floor  Tile  of  the  same  color. 
Architect:  I.  R.  TiMLiN,  St.  Louis. 


Persons  descending  or  ascending 
the  water  covered  steps  of  this  bap¬ 
tistry  in  a  Houstpn  church  need  have 
no  fear  of  slipping  for  the  treads  and 
the  landings  are  surfaced  with  Alun¬ 
dum  Ceramic  Mosaic  Tile  (white 
granite).  A  nosing  strip  of  brown 
Alundum  Mosaics  contrasts  sharply 
with  the  white  granite  tile,  enabling  the 
edge  to  be  easily  distinguished  through 
the  water.  Architect:  J.  W.  Dehnert. 
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Tennessee 


This  decorative,  all-tile  stairway  in  Hous¬ 
ton’s  municipal  auditorium  has  been  made 
safe  for  hurrying  throngs  by  nosings  of  Alun- 
dum  Stair  Tile  (brown).  And  in  addition 
to  safety,  the  Alundum  Tile  nosing  provides 
exceptional  resistance  to  wear. 

Architects :  Mauran,  Russell  and  Crowell,  St.  Louis 
and  A.  C.  Finn,  Houston. 


In  Lowenstein’s  Department  Store, 
Memphis,  maximum  walking  safety 
for  the  shopping  public  is  being  as¬ 
sured  at  the  elevators  and  in  the 
entrance  vestibules  by  Alundum 
Floor  Tile  and  on  the  main  stairways 
leading  from  the  first  floor  by  pre¬ 
cast  cement  treads  containing  Alun¬ 
dum  Aggregate. 


Architects:  Emile  Weil,  New  Orleans; 
Hanker  &  Cairns,  Memphis,  Associated. 


BrY’S  Department  Store  is  another  Mem¬ 
phis  merchandizing  mart  in  which  maximum 
safety  and  resistance  to  wear  is  being  assured 
by  Norton  Floors.  The  several  stairways 
from  the  main  floor  to  the  second  floor  and 
to  the  basement  have  nosings  of  white  granite 
Alundum  Stair  Tile  with  white  granite  Alun¬ 
dum  Mosaics  back  of  the  nosing  and  on  the 
landings. 
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Florida 


Non-swimmers  can  sport  in  the 

wading  end  of  this  Roebling  Estate 
Pool  at  Clearwater  without  fear  of 
slipping  and  going  under  water.  The 
Alundum  Tile  floor  insures  a  safe,  firm 
footing — even  on  the  steep  slope  lead¬ 
ing  to  the  deep  end  of  the  pool. 
Architect:  R.  W.  Wakeling,  Clearwater. 


For  nine  years,  Alundum  Tile  has 
seen  hard  service  on  the  stairways  and 
landings  of  this  thousand-pupil  Pensa¬ 
cola  High  School.  Yet,  the  tile  shows 
not  a  sign  of  wear.  Note  the  straight, 
even  line  of  the  nosing  edge  in  the 
unretouched  photograph  taken  only  a 
month  or  two  ago.  In  its  nine  years 
of  service,  the  tile  has  not  lost  any 
of  its  non-slip  effectiveness. 

Architect:  Walker  D.  Willis. 
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Louisiana 


Probably  in  no  branch  of  retailing 
is  more  consideration  given  to  the 
question  of  accident-prevention  than  in 
the  modern  chain  store  system.  Ma¬ 
terials  are  selected  with  extreme  care 
and  on  the  basis  of  safety,  service  and 
ultimate  cost  rather  than  first  cost. 

Thus,  it  is  that  many  of  the  most  prominent  chains  are  extensive 
users  of  Norton  Floors  products.  This  New  Orleans  store  is  a 
typical  example  of  the  use  of  Alundum  Ceramic  Mosaics  for 
entrance  vestibules. 


This  loading  platform  of  a  New  Orleans  hotel  has  been 
made  resistant  to  the  wear  and  tear  caused  by  the  banging 
and  knocking  about  of  trunks,  boxes  and  barrels  through 
the  use  of  Alundum  Aggregate  in  the  surface  of  cement. 


On  all  ten  floors  of  the  Audubon  Building, 
New  Orleans,  Alundum  Floor  Tile  has  been 
used  at  the  elevators  to  prevent  a  slipping  hazard. 

Architects:  Kennedy  and  Adkins. 
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North  Carolina 


These  photographs,  taken  in  the  Hanes  Hosiery  Mills,  Winston-Salem,  show  a 
typical  industrial  installation  of  Norton  Floors.  In  the  shipping  room,  Alundum 
(C.  F.)  Aggregate  was  used  in  the  cement,  in  order  to  give  the  floor  durability  to  with¬ 
stand  trucking  and  the  banging  of  shipping  cases.  In  the  dye  room,  the  Alundum 
Aggregate  assures  a  surface  that  is  non-slip,  even  when  covered  with  water  or  other 
liquids. 

Architects:  Lockwood  Greene  Engineers,  Inc. 
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